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and face, *516 
Harcourt, F. L. 

Hydrotympanum (secretory otitis media) : review of 
literature and presentation of data on 39 cases, 
*12 

Harelip 

and cleft palate, hereditary tendencies [abstract], 

242 


plastic surgery [review by Peer & Walker], 544 


Head: See also Cranium 
injuries, acute severe: management [abstract], 239 


Headache 
syncope and vertigo [abstract], 468 


Hearing: See also Deafness 
aids: See Hearing Aids 
conservation: “I scarce was sure I heard you’’: 
saga of work in prevention, conservation, and 


rehabilitation by and for hard of hearing [Fow- 
ler], *417 


conservation program, otolaryngologist in [Marcus], 
562 


losses after experimental lesions in basal coil of 
cochlea [Schuknecht & Sutton], *129 


Hearing—Continued 
malingering, continuously open Eustachian tube with 
[Woodruff], 571 
problem in adult [Lederer & Marcus], 108 
speech, and language disorders : frame of reference 
for research and therapy [Myklebust], 567 
tests: cortical test of auditory function in experi- 
mentally deafened cats [Hind & Schuknecht], 456 
tests: critique of present day methods (Herbert 
Stanley Birkett lecture) [abstract], 111 
tests: DL difference test, improved method for clini- 
cal measurement of recruitment [Jerger], *490 
tests: experiments on fluctuation of auditory acuity 
[abstract], 464 
tests: general practice, industrial, 
school audiometry [abstract], 111 
tests: influence of tensor tympanic muscle on me- 
chanical transmission of sound vibration of middle 
ear: experimental investigation by cochlear re- 
sponse [abstract], 112 
tests: masking and fatigue effect of white noise in 
connection with speech tests [abstract], 464 
tests: recruitment and speech discrimination loss 
{abstract], 111 
tests: studies in short duration auditory fatigue: 
investigation of spread of fatigue within narrow 
frequency limits [abstract], 464 
tests: vocal responses during controlled aural 
stimulation [abstract], 468 
Hearing Aids 
accepted by Council on Physical Medicine and Re- 
habilitation of American Medical Association, 105, 
222, 364, 461, 579, 705 
Heart 


arrest from otolaryngologist’s viewpoint [Hosler], 
*371 


arrest: resuscitation in practice of otolaryngology 
[abstract], 239 


disease: arteriusclerotic, recurrent left laryngeal 
nerve paralysis in [abstract], 465 
disease: recurrent laryngeal paralysis in: Ortner’s 
syndrome [abstract], 466 
Heatly, A. 
clinical aspects of tumors of maxillary sinus, *152 
Hedberg, G. A. 
Water-soluble contrast medium for bronchography, 
*188 
Heller, M. F. 
Postintubation laryngeal granuloma, *514 


military and 


Hemangioma 
of parotid gland: report of 2 cases [Cody], *509 


Hemorrhage: See Nose, hemorrhage; Lungs, hemor- 


rhage 
Henner, R. 


Otogenic intracranial complications in antibiotic 
era, 563 


“Silent’’ cholesteatoma, *674 
Hertz, H. 


Nystagmus electrically recorded: clinical method, 
*648 


Herzon, E. M. 


New p h ical and simple diag- 
nostic homaneane for rapid quantitative determi- 
nation of Eustachian tubal function, *437 


Hilger, J. A. 
Theapeutic approach to sudden deafness, 233 
Hind, J. E., Jr. 
Cortical test of auditory function in experimentally 
deafened cats, 456 
Histamine 


antagonists: treatment of acute laryngitis in infant 
with [abstract], 583 
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Hoarseness 
laryngeal syncope and [Blaisdell & Brewer], *520 
Hodgkin’s Disease 
radical neck dissection for [Horwitz], 575 
Holinger, P. H. 
Late development of laryngeal and pharyngeal car- 
cinoma in previously irradiated area, 573 
Hoover, W. B. 
Rhinoscleroma, *79 
Horvatsky, M. 
Extralaryngeal approach to arytenoidectomy in bi- 
lateral paralysis of abductors of larynx, *328 
Horwitz, I .D. 
Radical neck dissection for Hodgkin’s disease, 575 
Hosler, R. M. 
= arrest from otolaryngologist’s viewpoint, 
Huang, S. H. 
Lye burns of esophagus, *282 
Hung, W. C. 


Foreign bodies in air and food passages: clinical 
observation in Taiwan, *603 


Lye burns of esophagus, *282 
Hydatid Cyst: See Echinococcosis 
Hydrotympanum: See under Otitis Media 


Infection 
focal: joint responsibility of internist and otolaryn- 
gologist in removal [Rhoads], 225 
focal, in tonsils and adenoids [review by Adin & 
Singleton], 688 
Instruments: See also Apparatus 
esophageal curette [Emerson], *522 
new osteotome for rhinoplasty [Rish], *206 
for submucous diathermic coagulation [Shahinian], 
*483 


Jacobson, H. G. 
Tracheal buckling: differential roentgen sign, *44 


Jaws 
improvement of low-tone deafness and tinnitus by 
mandibular repositioning [Ronkin], *669 


plastic surgery [review by Peer & Walker], 541 
Jerger, J. F. 
DL difference test: improved method for clinical 
measurement of recruitment, *490 
Johnson, F. 
polyethylene tubing in nasal sinus surgery, 
8 


Juers, A. L. 


Chronic progressive deafness, including otosclerosis 
and diseases of inner ear: summaries of biblio- 
graphic material available in field of otolaryn- 
gology for 1950, 87 


Modified radical mastoidectomy : indications and re- 
sults, *245 


Kelemen, G. 
Nonexperimental nasal and paranasal pathology in 
hereditarily obese mice, *143 
Killian, E. W. 
Thyrotomy approach for arytenoidectomy in bi- 
lateral abductor paralysis of vocal cords, 564 
King, G. D. 
Rhinoscleroma, *79 
Kobrak, H. G. 
Treatment of deafness by prosthesis, 455 
Korbler, J. 
Illness and death of Afranius Burrus, *402 
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Krueger, V. R. 
Water-soluble contrast medium for bronchography, 
*188 


Kucera, W. 
Management of laryngeal carcinoma, 108 


Labyrinth: See Ear, internal 


Lai, C. T. 
Lye burns of esophagus, *282 
Language: See Speech 
Laryngitis 
acute, treatment in infant with antihistaminics [ab- 
Stract], 583 
Larynx 
cancer: diagnosis [abstract], 584 
carcinoma: illness and death of Afranius Burrus 
{[Korbler], *402 
carcinoma, late development in previously irradiated 
areas [Holinger & Rabbett], 573 
carcinoma, management [Andrews & Kucera], 108 
carcinoma, treatment [abstract], 115 
granuloma, postintubation [Heller], *514 
paralysis: bilateral abductor, extralaryngeal ap- 
proach to arytenoidectomy in [Curkovié & Hor- 
vatsky], *328 


paralysis: bilateral abductor, intralaryngeal ary- 
tenoidectomy for [Thornell], 230 

paralysis: bilateral abductor, laryngofissure ap- 
proach in surgical treatment [Scheer], *173 

paralysis: recurrent, in cardiac disorders: Ortner’s 
syndrome [abstract], 466 

paralysis: recurrent left laryngeal nerve, in 
arteriosclerotic heart disease [abstract], 465 

sarcoma: report of 2 cases [Diehl], *40 

surgery: laryngectomies in review: 20 years’ ex- 
perience [abstract], 466 

surgery: use of sheet of tantalum to replace alae 
of thyroid cartilage and maintain patency after 
partial laryngectomy [Douvlaris], *681 

syncope and hoarseness [Blaisdell & Brewer], *520 

voice rehabilitation after removal of cervical esopha- 
gus and [Weisman], 566 

Lateral Sinus Thrombosis: See Thrombosis 


Lawson, L. J. 
Intranasal chondrosarcoma, 228 
Lederer, F. L. 
Adult and his hearing problem, 108 
Lewy, R. B. 
Pulmonary hemorrhage and poliomyelitis, 571 
Secobarbital burns, *210 
Lin, P. J. 
Foreign bodies in air and food passages: clinical 
observation in Taiwan, *603 
Lungs: See also Bronchi 
hemorrhage, and poliomyelitis [Lewy], 571 
Lye 
burns of esophagus [Hung & others], *282 
Lymph Nodes: See also Hodgkin’s Disease 
vertigo and cervical adenopathy [abstract], 469 


Lymphadenosis: See Lymphoid Tissue 


Lymphoid Tissue: See also Adenoids; Tonsils 
irradiation therapy for hypertrophied ere 
geal [review by Adin & Singleton], 70 
roentgen therapy in lymphad is and si itis in 
childhood, with 10-year follow-up of 349 cases 
{abstract}, 587 


McCullough, K. 


Lingual thyroid: historical data, 
anatomy, and re. ort of case, *60 


developmental 
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Mactarlan, D. 
Research in otology in United States in 1952, *613 
McKenzie, G. E. 
Myosarcoma of 
struma, *22 


Mandible : 


trachea associated with Riedel 


See Jaws 


Marcus, R. E. 
Adult and his hearing problem, 108 
Otolaryngologist in hearing conservation program, 
562 


Markson, D. 
Corticotropin (ACTH) in lethal granuloma of nose 
and face, *516 
Mastoid 
cell development in chronic otitis media as observed 


in x-ray pictures: statistical study [abstract], 
112 


functional microsurgery [abstract], 583 
modified radical mastoidectomy: indications and 
results [Juers], *245 
sudden death following 
{Shambaugh], 574 
Mastoidectomy : See Mastoid 
Mastoiditis: See also Otitis Media 


occult, question in infants and possible cure with 
penicillin [abstract], 465 


with petrositis and lateral sinus thrombosis: report 
of unusual case [Bradburn], *83 
Maxillary Sinus 
oroantral fistulae, treatment [Wallner], 456 
tumors; clinical aspects [Heatly], *152 
Méniére’s Disease 


blood pressure of central retinal artery in 
stract], 113 


diagnosis and management [review by Juers & 
others], 94 


etiologic analysis of 100 cases [Gundrum], *12¢ 
surgery of sympathetic for [Passe], *257 
treatment with cervical sympathetic block 
stract], 583 
Meninges 
extradural cerebellar hematoma [abstract], 467 
Meningitis 
otogenic [review by Dysart], 216 
pheumococcal, treatment with large doses of peni- 
cillin [abstract], 466 
purulent, of oio-sinal origin in children [abstract], 
1 


radical mastoidectomy 


{ab- 


[ab- 


sympathetic and septic, clinical problems [abstract], 
588 
Metson, B. F. 
Subcutaneous rupture of trachea, *182 
Meyers, H. 


Thiopental with succinylcholine and topically ap- 
plied tetracaine: more ideal anesthetic for per- 
oral endoscopy, *405 


Morse, L. M. 

Transantral excision of sphenopalatine ganglion and 
maxillary nerve for facial pain, 564 

Morwitz, S. M. 
Mucocele of frontal sinus, 569 

Mouth 
hydatid cyst of floor of mouth [abstract], 583 
intra-oral cancer, surgery in [Snitman], 458 
oroantral fistulae, treatment [Wallner], 456 
plastic surgery [review by Peer & Walker], 548 
tumors [abstract], 587 

Mucocele 
of frontal sinus [Morowitz], 569 
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Myklebust, H. R. 
Speech, hearing, and language disorders: frame of 
reference for research and therapy, 567 
Myosarcoma 
of trachea associated with Riedel struma [McKenzie 
& RKezek], *22 


Nasal Sinuses: See Sinuses, Nasal 


Nasopharynx 
fibromas and angiomas of rhinopharynx [abstract], 


tumors: diagnosis by cytological procedure: pre- 
liminary report of new technique employing suc- 
tion cannula [Rubenfeld & Winston], *442 

tumors: new therapeutic concept and new avenues 
of approach [abstract], 584 

Neck 

surgery: radical dissection 
{Horwitz], 575 

tumors, surgery [review by Peer & Walker], 554 


for Hodgkin's disease 


Nerves 
acoustic: neuroma, seventh cranial nerve in 
stract], 465 


acousiic: unusual case of unilateral eighth nerve 
tumor [abstract], 586 


block: treatment of Méniére’s disease with cervical 
sympathetic block [abstract], 583 

facial: See Paralysis, facial 

recurrent: See Larynx, paralysis 


[ab- 


Neuralgia 


facial: transantral excision of sphenopalatine gan- 
glion and maxillary nerve for [Morse], 564 


Neuritis 

optic: of nasal origin [abstract], 242 
Neuroma 

acoustic: seventh cranial nerve in [abstract], 465 
Noise 


deafness in 


shipyard workers due to [Goldner], 


Nose: See also Nasopharynx ; Rhinitis; Sinuses, Nasal 
cerebrospinal rhinorrhea from craniomastoid fistula 
[abstract], 464 
chondrosarcoma [Lawson], 228 


granuloma, lethal: corticotropin (ACTH) in [Hagens 
& others], *516 

hemorrhage: epistaxis of endocrine origin 
stract], 586 

hemorrhage: general principles in treatment: em- 
phasis on management of postnasal hemorrhage 
[Beinfield], *51 

mucosa cf allergic patients before and after treat- 
ment with corticotropin, 457 

pathology, nonexperimental, in hereditarily obese 
mice [Kelemen], *143 

scleroma in Panama: report of 2 cases [Zerne], 


52 


[ab- 


surgery: correction of deformities [review by Peer 
& Waiker], 526, 537 


surgery: current trends in plastic surgery [review 
by Peer & Walker], 525 


surgery: effect of cortisone (Cortogen) in rhino- 
plasty [abstract], 237 


surgery : nasal implants; use of ox cartilage [Cottle 
& others], 564 


surgery: nasal and paranasal—reconsideration of 
former methods [abstract], 116 


surgery : new osteotome for rhinoplasty [Rish]. *206 

surgery : relationship of septal procedures to rhino- 
plasty [abstract], 116 

surgery: rhinoplastic aphorisms, reflections and 
paradoxes [abstract], 237 

tuberculosis, and streptomycin [abstract], 238 
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Nystagmus 
electrically recorded: 
Riskaer], *648 
labyrinthine: effect of cortical lesions and elim- 


ination of retinal impulses on [Wycis & Spie- 
gel], *1 


clinical method [Hertz & 


Obesity 
nonexperimental nasal and paranasal pathology in 
hereditarily obese mice [Kelemen], *143 
Ojala, L. 
Pathogenesis and histopathology of chronic adhesive 
otitis, *378 
Oral Cavity: See Mouth 
Orbit 
infection and facial erysipelas, frontal lobe abscess 
secondary to [abstract], 118 
Osteitis 
of sphenoid sinus [Haas], *427 


Osteotome 
new, for rhinoplasty [Rish], *206 
Otitis Externa: See Ear, external 


Otitis Media: See also Mastoiditis 

acute [review by Dysart], 213 

chronic [review by Dysart], 213 

chronic adhesive, pathogenesis and histopathology 
[Ojala], *378 

chronic, mastoid cell development in, observed in 
x-ray pictures: statistical study [abstract], 112 

and complications: summary of bibliographic ma- 
terial available in fleld of otolaryngology for 
1951, 211 

otogenic brain abscess [review by Dysart], 218; 
[Theobald], 572 

otogenic intracranial complications 
era [Tamari & Henner], 563 

secretory (hydrotympanum): review of literature 
and presentation of data on 39 cases [Harcourt & 
Brown |, *12 

serous [review by Dysart], 220 


in antibiotic 


Otolaryngological Societies 
directory, 121, 243, 369, 473, 589, 709 


Otology 


research in 
*613 


Otosclerosis 


United States in 1952 [Macfarlan], 


chronic progressive deafness and [review by Juers 
& others], 87 

cortisone during 
[abstract], 236 

index of literature, 
[Fowler], 334 


post-fenestration convalescence 


with abstracts, for 1950-1951 


Packs: See Dressings 
Palate, Cleft 
age at operation [review by Peer & Walker], 526 
and harelip, hereditary tendencies [abstract], 242 
plastic surgery [review by Peer & Walker], 544 
Palsy : See Paralysis 
Paralysis 
abductor: See under Larynx 


facial: surgical treatment [review by Peer & 
Walker], 550 
laryngeal: See under Larynx 


Paranasal Sinuses: See Sinuses, Nasal 


Parents 
evaluation of tonsil and adenoid removal [Walker], 
Parotid Glands 
hemangioma: report of 2 cases [Cody], *509 


VOLUME 


Parry, N. 
Corticotropin (ACTH) in lethal granuloma of nose 
and face, *516 
Passe, E. R. G. 
Surgery of sympathetic for Méniére’s 
tinnitus, and nerve deafness, *257 


disease, 


Pearlman, 8S. J. 

Thyrotomy approach for arytenoidectomy in 

lateral abductor paralysis of vocal cords, 564 
Peer, L. A. 

Plastic surgery during year 1951: summaries of 
bibliographic material available in field of oto- 
laryngology, 525 

Penicillin 

in occult mastoiditis in infants [abstract], 465 

treatment of pneumococcal meningitis with 
doses [abstract], 466 


Pentothal: See Thiopental 


bi- 


large 


Petrous Bone: See Temporal Bone 
Pharynx 
carcinoma, late development in previously irradiated 
areas [Holinger & Rabbett], 573 
Pilocarpine 


influence upon inner ear: experimental studies in 
guinea pig [abstract], 113 


Plastic Surgery 
acrylic implants in [abstract], 588 
during year 1951: summaries of bibliographic ma- 
terial available in field of otolaryngology [Peer & 
Walker], 525 
Plastics: See also Polyethylene 
acrylic implants in plastic surgery [abstract], 588 
Pneumophone 


new diagnostic instrument for rapid quantitative 
determination of Eustachian tubal funetion {Her- 
zon], 


Poliomyelitis 
bulbar: tracheotomy in [abstract], 239 
pulmonary hemorrhage and [Lewy], 571 
Polyethylene 
tubing, use in nasal sinus surgery [Johnson], *683 
Pontecaine: See Tetracaine 
Poppel, M. H. 
Tracheal buckling: differential roentgen sign, *44 
Positions Available, 471 
Prosthesis 
treatment of deafness by [Kobrak], 455 


Psychosomatic Factors 


in otolaryngological conditions {review by Dysart], 


Quilty, T. J. 
Nasal implants in children and in adults, with pre- 
liminary note on use of ox cartilage, 564 
Rabbett, W. F. 


Late development of laryngeal and pharyngeal car- 
cinoma in previously irradiated area, 573 


Rappaport, B. Z. 


Nasal mucosa of allergic patients before and after 
treatment with corticotropin, 457 


Recruitment: See Hearing, tests 
Reprints Requested, 472 


Research 
in otology in United States in 1952 [Macfarlan], 
*613 


Respiratory Tract: See Bronchi; Nasopharynx; Nose; 
Pharynyx;: ete. 
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Resuscitation 
asphyxia of newborn, role of bronchoscopy in 
[abstract], 238 
cardiac arrest from otolaryngologist’s viewpoint 
{Hosler], *371 
of heart in otolaryngology [abstract], 239 


Reticulosarcoma 
originating in ethmoidal cavity [abstract], 116 


Rezek, P. R. 
Myosarcoma of trachea associated with Riedel 
struma, *22 


Rhinitis 
allergic: importance of hyperplastic sinusitis in 
etiology [Grove], *267 
chronic vasomotor: treatment by submucous dia- 


thermic coagulation [Shahinian], *475 
Khinopharynx : See Nasopharynx 
Rhinoplasty : See Nose, surgery 
Rhinorrhea : See under Nose 


Rhinoscleroma 
case report [Hoover & King], *79 
scleroma in Panama: report of 2 cases [Zerne], *452 


Rhoads, P. 
Joint responsibility of internist and otolaryngologist 
in removal of focal infection, 225 


Riedel Struma: See under Thyroid 


Rish, B. B. 
New osteotome for rhinoplasty, *206 


Riskaer, N. 
Nystagmus electrically recorded: clinical method, 
*648 


Ronkin, S. H. 
Improvement of low-tone deafness and tinnitus by 


mandibular repositioning, *669 


Rubenfeld, S. 
Diagnosis of tumors of nasopharynx by cytological 
procedure: preliminary report of new technique 
employing suction cannula, *442 


Sachs, A. R. 
Perceptive deafness associated with prophylactic use 
of tetanus antitoxin, *501 


Samter, M. 
Nasal mucosa of allergic patients before and after 
treatment with corticotropin, 457 


Sarcoma: See also Chondrosarcoma; Myosarcoma ; 
Reticulosarcoma 
of larynx: report of 2 cases [Diehl], *40 
Scalp 


defects, repair [review by Peer & Walker], 529 
Sears: See Cicatrix 


Scheer, A. A. 
Laryngofissure approach in surgical treatment of 
bilateral abductor paralysis, *173 


Schiller, 8S. 
Nasal mucosa of allergic patients before and after 
treatment with corticotropin, 457 


Scholarships 
in plastic and reconstructive surgery, 367 


Schuknecht, H. F. 
Cortical test of auditory function in experimentally 
deafened cats, 456 
Hearing losses after experimental lesions in basal 
coil of cochlea, *129 


Scleroma: See Rhinoscleroma 
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Secobarbital (Seconal): See Barbital and Barbital 
Derivatives 


Sedatives 
preanesthetic sedation of children: analysis of 
effects for tonsillectomy and adenoidectomy [Eck- 
enhoff}, *411 


Shahinian, L. 
Chronic vasomotor rhinitis: treatment by sub- 
mucous diathermic coagulation, *475 


Shambaugh, G. E., Jr. 

Chronic progressive deafness, including otosclerosis 
and diseases of inner ear: summaries of biblio- 
graphic material available in field of otolaryn- 
gology for 1950, 87 

Sudden death following radical mastoidectomy, 574 


Shanks, J. 
Gastroscopy for otolaryngologist, *658 


Shipyard Workers 
deafness in: critical evaluation of findings in 600 
cases [Goldner], *287 


Singleton, J. D. 

Tonsils and adenoids: summaries of bibliographic 
material available in field of otolaryngology for 
1951, 686 

Sinuses, Nasal: See also Ethmoid Sinus; 

Sinus; Maxillary Sinus; Sphenoid Sinus 

drainage: factors which influence Bernoulli action 
[abstract], 238 

pathology, nonexperimental, in hereditarily obese 
mice [Kelemen], *143 

“7: use of polyethylene tubing in [Johnson]. 


Frontal 


Sinusitis 
chronic; olfactory sensation in dreams in [abstract], 
116 
hyperplastic: importance in etiology of allergic 


rhinitis [Grove], *267 

roentgen therapy in lymphadenosis and sinusitis in 
childhood, with 10-year follow-up of 349 cases 
[abstract], 587 

Skin 

grafts: dermal fat grafts on pedicle [review by Peer 
& Walker], 526 

grafts: methods [review by Peer & Walker], 527 


Skull: 
Smell 


olfactory sensation in dreams with special reference 
to chronic sinusitis [abstract], 116 


Snitman, M. F. 
Surgery in intra-oral cancer, 458 


Societies 

American Association for Cleft Palate Rehabilita- 
tion, 367 

American Laryngological Association, 367, 708 

American Laryngological, Rhinological, and Oto- 
logical Society, 368 

American Otological Society, 708 

foreign and international, directory 121, 243, 369, 
473, 589 

national, directory, 121, 243, 369, 473, 589, 709 

otolaryngological, directory, 121, 243, 369, 473, 589, 
709 


See Cranium 


Society TRANSACTIONS 
Chicago Laryngological and Otological Society, 108, 
225, 454, 562 ; 
First International Course of Audiology, 109 


Speech: See also Voice 
defects: differentiation of interiorized and exteri- 
orized secondary stuttering [abstract], 467 
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Speech— Continued 
hearing, and language disorders: frame of reference 
for research and therapy [Myklebust], 567 
Sphenoid Sinus 
osteitis [Haas], *427 


Spiegel, E. A. 
Effect of cortical lesions and elimination of retinal 
impulses of labyrinthine nystagmus, *1 
Streptomycin 
nasal tuberculosis and [abstract], 238 


Struma: See under Thyroid 
Strychnine 
complications of nasal diphtheria treated with 
massive doses [abstract], 586 
Stuttering: See Speech, defects 


Succinylcholine 


with thiopental and topically applied tetracaine: 
more ideal anesthetic for peroral endoscopy 
[Ament & Meyers], *405 


Surgery, Plastic: See Plastic Surgery 


Sutton, S. 
Hearing losses after experimental lesions in basal 
coil of cochlea, *129 
Sympathectomy 
for Méniere’s disease, tinnitus, and nerve deafness 
[Passe], *257 
Syncope 
headache and vertigo [abstract], 468 
laryngeal, and hoarseness [Blaisdell & Brewer], 
*520 


Tamari, M. J. 


Auditory tube and tympanic cavity during embry- 
onal, fetal, and prenatal life: histologic study, 


*627 
Otogenic intracranial complications in antibiotic 
era, 563 
“Silent” cholesteatoma, *674 
Tantalum 


to replace alae of thyroid cartilage: use in main- 
taining patency of larynx after partial laryngec- 
tomy [Douvlaris], *681 


Teeth 
odontogenic tumors and cysts [abstract], 239 


Temporal Bone 
epidermoid arising from petrous portion [abstract], 


petrositis, mastoiditis, and lateral sinus thrombosis ; 
unusual case [Bradburn], *83 


Tetanus 
antitoxin: perceptive deafness associated with pro- 
phylactic use [Berger & Sachs], *501 


Tetracaine 

topically applied, with thiopental and succinyl- 

choline: more ideal anesthetic for peroral endo- 
scopy [Ament & Meyers], *405 


Theobald, P. W. 
Otogenic brain abscess, 572 


Thiopental 
with succinylcholine and topically applied tetra- 
caine: more ideal anesthetic for peroral endoscopy 
{Ament & Meyers], *405 


Thomas, N. R. 
Lingual thyroid: historical data, developmental 
anatomy, and report of case, *60 


Thorax 
injuries, crushing, use of tracheotomy in treatment 
[abstract], 585 


Thornell, W. C. 
Intralaryngeal arytenoidectomy for bilateral ab- 
ductor vocal cord paralysis, 236 
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Throat: See also Larynx; Pharynx; etc. 
plastic surgery [review by Peer & Walker], 548 


Thrombosis 
lateral sinus [review by Dysart], 217 
lateral sinus: with mastoiditis and _petrositis: 
report of unusual case [Bradburn], *83 
Thyroid 
lingual: historical data, developmental anatomy, 
and report of case [Waters & others], *60 


Riedel struma with myosarcoma of trachea [McKen- 
zie & Rezek], *22 
Tinnitus 
improvement by mandibular repositioning [Ronkin], 
669 


surgery of sympathetic for [Passe], *257 
Tissue, Lymphoid: See Lymphoid Tissue 


Tongue 
lingual thyroid: historical data, developmental 
— and report of case [Waters & others], 
Tonsillectomy 
complications [review by Adin & Singleton], 698 
indications for [review by Adin & Singleton], 686 
— new method for relieving [Allen], 


parental evaluation [Walker], *664 

preanesthetic sedation of children: analysis of ef- 
fects for adenoidectomy and {Eckenhoff], *411 

— and results [review by Adin & Singleton], 


Tonsillitis 
complications [abstract], 114 
Tonsils 
and adenoids [review by Adin & Singleton], 686 


anatomy and physiology [review by Adin & Single- 
ton], 692 


lingual [abstract], 113 
Trachea 


buckling: differential roentgen sign [Poppel & 
others], *44 


myosarcoma, associated with Riedel struma [Mc- 
Kenzie & Rezek], *22 


rupture, subcutaneous [Metson], *182 
Tracheotomy 

in bulbar poliomyelitis [abstract], 239 

in treatment of crushing injuries of chest [abstract], 


value in acutely ill surgical patients [abstract], 586 


Tuberculosis 
of ear, primary [abstract], 582 
nasal, and streptomycin [abstract], 238 
tracheal buckling : differential roentgen sign [Poppel 
& others], *44 


Tumors: See Cancer; and under names of organs and 
regions 
Tympanic Membrane 


treatment of tubotympanitis with insertion of medi- 
cated suppositories [abstract], 113 


Ultrasounds 
experimental applications of ultrasonics to localiza- 
tion of brain tumors: preliminary report [ab- 
stract], 117 
Unger, L. 
Differential diagnosis of bronchial asthma with 
special reference to upper respiratory tract, 454 


Vertigo: See also Dizziness 
aural: See Méniére’s Disease 
and cervical adenopathy [abstract], 469 
headache, syncope, and [abstract], 468 


| 


10 A. M. A. ARCHIVES OF OTOLARYNGOLOGY 


Virus Diseases 
recent work [abstract], 239 


Vocal Cords: See also Larynx 
paralysis: bilateral abductor, thyrotomy approach 
for arytenoidectomy in [Pearlman & Killian], 564 


Voice: See also Hoarseness; Speech 


rehabilitation after removal of larynx and cervical 
esophagus [Weisman], 566 


Walker, J. C., Jr. 
Plastic surgery during year 1951: summaries of 
bibliographic material available in field of oto- 


laryngology, 525 


Walker, J. 8. 
Parental evaluation of tonsil and adenoid removal, 
*H64 
Wallner, L. J. 
Treatment of oroantral fistulae, 456 


Waters, Z. J. 
Lingual thyroid: historical data, developmental 
anatomy, and report of case, *60 


Weisman, E. B. 
Voice rehabilitation after removal of larynx and 
cervical esophagus, 566 
Winston, R. 
Diagnosis of tumors of nasopharynx by cytological 
procedure: preliminary report of new technique 
employing suction cannula, *442 


Woodruff, G. H. 
Continuously open Eustachian tube with malinger- 
ing, 571 
Wels, H. T. 
Effect of cortical lesions and elimination of retinal 
impulses of labyrinthine nystagmus, *1 


Zerne, G. E. 
Scleroma in Panama: report of 2 cases, *452 


| 
7 
> 


A. M.A. 


ARCHIVES OF 


OTOLARYNGOLOGY 


EDITORIAL BOARD 
GEORGE M. COATES, Chief Editor 
1721 Pine Street, Philadelphia 3 
JOHN Lb. KERNAN, New York CHEVALIER JACKSON, Philadelphia 
RALPH A. FENTON, Portland, Ore. ROBERT L. GOODALE, Boston 
ERNEST M. SEYDELL, Wichita, Kan. J. MACKENZIE BROWN, Los Angeles 
CARL H. MeCASKEY, Indianapolis 


VoLUME 58 
1953 


PUBLISHERS 
AMERICAN MEDICAL ASSOCIATION 
CHICAGO 10, ILL. 


) 


4 
a 


CONTENTS OF VOLUME 58 


JULY 1953. NUMBER 1 
PAGE 
Primary Tracheal Tumors in the Infant and Adult. Joseph G. Gilbert, M.D.; Laurence A. 
Mazzarella, M.D., and Louis J. Feit, M.D., Brooklyn 


Multiple Papillomas of Trachea with Malignant Degeneration. O. Edward Ogilvie, M.D., 
Milwaukee 


Cancer of the Larynx: Thirty-Year Survey at New Haven Hospital. John A. Kirchner, 
M.D., and Jocelyn S. Malkin, M.D., New Haven, Conn 


Jilateral Polypoid Granuloma of the Larynx Following Endotracheal Anesthesia: Report 
of a Case. D. Ioannovich, M.D., Athens, Greece 


Factors Affecting Psychologic Adjustment in the Laryngectomized Patient. York N. Pitkin, 
M.D., Cleveland 


Effects of Cortisone in Chronic Otitis Media: A Preliminary Report. Rafael C. Tionloe, 


Clinical Problems Pertaining to Neurotoxicity of Streptomycin Group of Drugs. Julius 
Winston, M.D., Philadelphia 


Effect of Prolonged Exposure to Intense Noise on Hearing Acuity. Joseph Sataloff, M.D., 
Philadelphia 


Calibrated Weber Test in Fenestration Surgery. J. Brown Farrior, M.D.; Richard A. 
Bagby, M.D., and Cecil Thomas, B.Sc., M.D., B.Ch., Tampa, Fla 


Orientation in Therapeutics of Papilloma of Larynx. Rubem C. L. Amarante, M.D., 
F.LC.S., Rio de Janeiro, Brazil 


Case Reports: 
Operative and Postoperative Management of Bilateral Bony Atresia of the Choana. 
Matthew S. Ersner, M.D., Philadelphia 


Pinealocytoma with Meningitis. Mihajlo Prazic, M.D., and Nenad Greevic, M.D. 
Zagreb, Yugoslavia 


Special Reports: 
Hearing Aids Accepted by the Council on Physical Medicine and Rehabilitation of the 
American ‘Medical Association,:as of July 1; 


Abstracts from Current Literature 


AUGUST 1953. NUMBER 2 


Carcinoma of the Middle Ear and Mastoid. J. William Wahl, M.D., Los Angeles, and 
Maurice T. Gromet, M.D., Brooklyn 


Méniére’s Syndrome: Further Observations on Vitamin Deficiency as Causative Factor. 
Miles Atkinson, M.D., F.R.C.S. (Eng.), New York 


Use of Tantalum in Otolaryngology. Ernest E. Scharfe, M.D., Montreal, Canada 


Bilateral Abductor Paralysis: A Survey of 521 Cases of Arytenoidectomy via the Open 
Approach as Reported by Ninety Surgeons. DeGraaf Woodman, M.D., New York 


Sinusitis as Focus of Infection in Uveitis, Keratitis, and Retrobulbar Neuritis. Francis L. 
Weille, M.D., and Rolf R. Vang, B.A., Boston 


Sugar and Chloride in Fluid from Intranasal Cysts. John C. Lillie, M.D., Rochester, Minn... 
Septoplasty for Correction of Deviation of Nasal Septum. Joseph S. Stovin, M.D., New York 


Effect of Chromates on Nose, Throat, and Ear. Jack B. Miller, M.D., Portland, Ore 
ili 


( 

’ 31 

96 

| 
168 


A. M. A. ARCHIVES OF OTOLARYNGOLOGY 


AUGUST—Continued 


Cysts of the Larynx. D. J. Morgenstern, M.D., and A. M. LaSala, M.D., Brooklyn........ 


New Technique for Corrective Surgery of Nasal Tip. Irving B. Goldman, M.D., New York 183 


Case Reports: 
Intranasal Encephalomeningocele. G. S. Fitz-Hugh, M.D., Charlottesville, Va......... 188 
Complete Obstruction of the Esophagus by a Weight-Reducing ‘fablet. Jawad Hedayaty, 
and Charles R. Shuman, M.D., 190 


Treatment of Mixed Tumor of Tongue with Radioactive Chromic Phosphate Solution. 


Clinical Notes, New Instruments and Techniques : 

Modification of the Jackson Esophagoscope. A. Albert Carabelli, M.D., Trenton, N. J... 196 
Device to Cover Indwelling Tracheotomy Tube. John D. Kernan, M.D., New York.... 199 
Intrabronchial Bougies. Ernest B. Emerson Jr., M.D., Rochester, N. Y............... 201 

Improved Position for Bronchoscopy and Esophagoscopy. Joseph M. Miller, M.D., and 
Milton Ginsberg, M.D:, Fort Howard, Md... 203 
—— Roller for Hemostasis in Adenoidectomy. Max Unger, M.D., New ‘ns 


Progress in Otolaryngology : 
Functional Examination of Hearing. Alfred Lewy, M.D.; Sherman I.. Shapiro, M.D., 


Directory of Otolaryngolopical Societies. ... ccs 280 


SEPTEMBER NUMBER 3 


Cortisone and Acute Lye Corrosion of the Esophagus. Captain Vernon M. Smith; Major 
James R. Compton, and Lieutenant Colonel Eddy D. Palmer, Medical Corps, United 


1953. 


Congenital Laryngeal Stridor. George Kelemen, M.D., Boston.................00000000% 


Penicillin as Thromboplastic Agent. Benjamin M. Volk, M.D., and S. Mukerji, M.B.B.S. 

Vertigo: A Therapeutic Approach Based upon Its Physiopathological Aspect. Bernard 

The Pistonphone. F. Lowell Dunn, M.D., and Walter E. Rahm Jr., B.S., Omaha........... 301 


Case Reports: 


Coccidioidomycosis of the Epiglottis. Claude S. Mumma, M.D., Los Angeles........... 306 
Facial Nerve Paralysis of Twenty Years’ Duration. Oliver B. McGillicuddy, M.D., 
Progress in Otolaryngology : 
The Paranasal Sinuses. Samuel Salinger, M.D., 313 


Special Reports : 
Hearing Aids Accepted by the Council on Physical Medicine and Rehabilitation of the 
American Medical Association, as of Sept. 1, 359 


Society Transactions : 


OCTOBER 1953. NUMBER 4 


Techniques for Study of Cochlear Function and Pathology in Experimental Animals: 
Development of the Anatomical Frequency Scale for the Cat. Harold F. Schuknecht, 


iv 
PAGE 

17) 

235 
245 
37.3 ‘ 


CONTENTS OF VOLUME 38 


OCTOBER—Continued 
PAGE 


Ultrasonics and Otosclerosis: A New Concept of Its Origin. Zhivko Angeluscheff, M.D., 
and Lester L. Coleman, M.D., New York 


Repair of Central Perforations of Tympanic Membrane. Eugene L. Derlacki, M.D., Chicago 405 


Laryngectomized Speech. Herbert E. Rickenberg, M.A., New York 


Importance of Bacteriology in Ear Infections. William K. Wright, M.D., and Frederick R. 


Congenital Atresia of Posterior Nares. M. C. Baker, M.D., Louisville 


Case Reports: 
Teratoma of the Larynx. Leighton F. Johnson, M.D., and M. Stuart Strong, M.D., 
F.R.C.S. (England), Boston 43 
Fibrosarcoma of the Larynx. Gregory K. Dwyer, M.D., Morristown, N. J 


Clinical Notes, New Instruments and Techniques : 
Gear-Power Detachable Laryngoscope Holder and Simplified Position for Direct 
Laryngoscopy. Robert B. Lewy, M.D., Chicago 
An Operating-Room Light for Endoscopy. Ernest B. Emerson Jr., M.D., and Helen 
Carrese, R.N., Rochester, N. Y 


Progress in Otolaryngology : 
Bronchoesophagology. F. J. Putney, M.D.; J. J. O'Keefe, M.D.; L. W. MeStravog, 
M.D., and W. H. Baltzell, M.D., Philadelphia 


Special Reports : 
Hearing Aids Accepted by the Council on Physical Medicine and Rehabilitation of the 
American Medical Association, as of Oct. 1, 1953 


Society Transactions : 
American Laryngological Association 


Abstracts from Current Literature 


NOVEMBER 1953. NUMBER 5 


Selected Problems in the Diagnosis of Laryngeal Carcinoma. Stanton A. Friedberg, M.D., 


Acute Iodism Following Use of Chloriodized Oil (lodochlorol) in Bronchography : Report ot 


The Allergic Load. Jack R. Anderson, M.D., and Wallace Rubin, M.D., New Orleans..... 540 


Wartime Experience with Skull Injury and Blast and Their Effect upon the Ear. J. Charles 


Evaluation of Deafness of Nonorganic Origin. Morris F. Heller, M.D., and Paul Linden- 


Recruitment Testing in Hearing and Its Implications. Jack L. Bangs, Ph.D., and Cecil J. 


Changing Concepts in Otolaryngology. Lawrence J. Lawson, M.D., Evanston, Il 

Vaccination for Chronic Sinusitis and Chronic Nasal Catarrh. Hugh M. Kinghorn, M.D.; 

Diagnostic Cutanecus Reactions, Specific Prevention and Treatment in Epidemic Respiratory 
Infections. Edward C. Rosenow, M.D., Cincinnati 


Progress in Otolaryngology : 
Otitis Media and Complications. B. R. Dysart, M.D., Pasadena, Calif 


5 
2 
446 
| 
593 
598 
609 


vi A.M. A. ARCHIVES OF OTOLARYNGOLOGY 


NOVEMBER—C ontinued 
Case Reports : PAGE 
Extraction of Ferromagnetic Foreign Bodies with the Alnico Magnet. Howard R. 

Bancks, M.D.; John J. Masterson, M.D., and Sidney S. Lerner, M.D., Brooklyn... 635 


Clinical Notes, New Instruments and Techniques : 
Simplified System for Lynch Suspension Laryngoscopy. Robert B. Lewy, M.D., Chicago 638 


Special Reports : 
Hearing Aids Accepted by the Council on Physical Medicine and Rehabilitation of the 
Manerican’ Medical “Associntion, as of Nov: 1, 1953... 640 


DECEMBER 1953. NUMBER 6 


One-Stage Radical Resection of Cervical Esophagus, Larynx, Pharynx, and Lateral Neck, 
with Immediate Reconstruction. John J. Conley, M.D., New York...............6-. 645 ’ 


Choice of Operation in Carcinoma of the Larynx. Arthur J. Cracovaner, M.D., New York.. 655 


Basal-Cell Carcinoma of the External Auditory Canal and Middle Ear. Hans Brunner, M.D., 


Shortening the Long Nose. Samuel Fomon, M.D.; Julius W. Bell, M.D.; Alfred Schattner, 

Notes on the Innervation of the Cochlea. II. Ettore Bocca, M.D., Milan, Italy.......... 690 


Malignant Neoplasms of the Paranasal Sinuses. L. Reed Cranmer, M.D., Toledo, Ohio.... 704 


Foreign Bodies in the Food and Air Passages: Survey of Cases at an Army General Hospi- 


tal. Major Frederick Lee Harcourt, Medical Corps, United States Army............ 710 
Endoscopic Removal of a Bronchial Adenoma. Safa Karatay, M.D., Istanbul, Turkey...... 713 
Correlation of Clinical Otitis Externa with Mycobacteriologic Studies. Norman Leshin, 

Embedded Calcified Foreign Body in Thoracic Esophagus: Review of Atypical Cases and 

Report of a Case. Zack J. Waters, M.D., Salisbury, Md.................cceececeeees 726 
Historical Comments on the Human Vestibular Apparatus. E. Wodak, M.D., F.I.C.S., Tel 


Case Reports: 
Foreign Body in a Bronchus: Report of a Case in Which a Straight Pin Produced 
Unusual Signs and Symptoms. Charles G. Fox Jr., M.D., Pulaski, Va., and Porter 


Case of Nonchromaffin Paraganglioma. William C. Amman, M.D., New York....... 738 
Solitary Neurofibroma Presenting in Pharynx and Neck with Horner’s Syndrome, E. L. 


Clinical Notes, New Instruments and Techniques: 
Bronchial Dilators and Filiforms. Ernest B. Emerson Jr., M.D., Rochester, N. Y...... 742 
Angular Bone-Cutting Forceps for Rhinoplasty. Irving B. Goldman, M.D., New York 744 


Simplified Method of Extracting an Unusually Shaped Bone from the Esophagus: 
Report of a Case. Herbert H. Harris, M.D., Houston, Texas................... 745 


Special Reports: 
Hearing Aids Accepted by the Council on Physical Medicine and Rehabilitation of the 


Association, as of Dec. 1, 749 
Society Transactions: i 


Regular Departments : 


INDEX TO VOLUME 58 


The asterisk (*) preceding the page number indicates 
an original article. Subject entries are made for all 
articles. Author entries are made for original articles 
and society transactions. Book Reviews and Society 
Transactions are indexed under these headings in 
their alphabetical order under the letters B and §, 
respectively, 


Abnormalities and Deformities: See under names of 
organs and regions, as Nose 


Abscess: See under names of organs and regions, 
as Brain 


Achalasia: See Cardiospasm 


Acoustic Trauma 
wartime experience with skull injury and blast and 


their effect upon ear [Drooker], *546 


Acoustics 
pistonphone [Dunn & Rahm], *301 


Adenoidectomy 
adenoid pressure roller for hemostasis in [Unger], 
*204 


realism in surgery of tonsils and adenoids [Blas- 
singame], 509 
tonsillectomy and: 
{abstract}, 762 
Adenoma 
bronchial [review by Putney & others], 475 
bronchial: endoscopic removal [Karatay], *713 
Adriani, J. 


Recent items on anesthesia of interest to laryn- 
gologists, 506 


indications for in children 


Aerosol 
therapy [review by Putney & others], 472 


Aerosporin: See Polymyxin B 
Aerotitis [review by Dysart], 632 


Air Passages: See Respiratory Tract 


Allergy 
allergic load [Anderson & Rubin], *540 
aural manifestations of [abstract], 367 
and sinusitis [review by Salinger], 355 


Amarante, RK. L. 
Orientation in therapeutics of papilloma of larynx, 


American Hearing Society, 373 


American Laryngological Association 
Newcomb award, 374 


American Medical Association 
hearing aids accepted by, 109, 205, 359, 495, 640, 
749 


Amman, W. C. 
Case of nonchromaffin paraganglioma, *738 


Amyloidosis 
primary amyloid disease of larynx [McCall], 499 


Analgesia: See Anesthesia 


Anderson, J. R. 
Allergic load, *540 


Anesthesia 

endotracheal: bilateral polypoid granuloma of 
larynx following: report of case [Ioannovich], *31 

endotracheal, in children [abstract], 762 

for beroral endoscopy [review by Putney & others], 

— items of interest to laryngologists [Adriani], 
506 


Angeluscheff, Z. 

Ultrasonics and otosclerosis : 
origin, *398 
Antibiotics : See 

Streptomycin 
local use in ear [review by Dysart], 624 
rhinogenous intracranial complications in 

biotic era [Soboroff & others], 362 

Antrum of Highmore: See Maxillary Sinus 


Apparatus: See also Instruments 

device to cover indwelling 
[Kernan], *199 

gear-power detachable 
simplified position — for 
[Lewy], *444 

lynch suspension laryngoscopy, simplified system 
for [Lewy], *638 

operating-room light for endoscopy [Emerson & 
Carrese], *446 

pistonphone [Dunn & Rahm], *301 


See under Larynx 


new concept of its 


also Aureomycin; Penicillin; 


anti- 


tracheotomy tube 
holder and 


laryngoscope 
laryngoscopy 


direct 


Arytenoidectomy : 


Asch, M. 

Acute 

(ledochlorol) — in 
ease, *536 


chloriodized oll 


iodism following use of 
report of a 


bronchography : 


Aspergillosis 
bronchopulmonary [review by Putney & others], 
467 


Atelectasis: See Lungs, collapse 


Atkinson, M. 
Méniére’s syndrome: further observations on 
vitamin deficiency as causative factor, *127 


See under Nose 
See Hearing, tests 


Atresia : 
Audiometry : 


Auditory Canal 
external, agenesis of [abstract], 761 
external, and middle ear: basal-cell carcinoma of 
[Brunner], *665 
external: surgical treatment of atresia [Theobald 
& Derlacki), 752 
Aureomycin 
and nicotinic acid in ozena, 
administration [abstract], 371 


effect’ of combined 


Auricle: See Ear, external 


Awards 
Newcomb award of American Laryngological Asso- 
ciation, 374 


Bacteria 
advances in 
stract], 767 
importance in ear infections [Wright & Guilford], 


use of antibacterial substances [ab- 


Bagby, R. A. 
Calibrated Weber test in fenestration surgery: 
evaluation of postoperative serous labyrinthitis, 


Baker, M. C. 
Congenital atresia of posterior nares, *431 


Baltzel, W. H. 

Bronchoesophagology : summaries of bibliographic 
material available in field of otolaryngology for 
1952, 448 

Bancks, H. R. 


Extraction of ferromagnetic 


foreign bodies with 
Alnico magnet, *635 - 


| om 
| 
| 


2 A. M. A. ARCHIVES 


Bangs, J. L. 
Recruitment testing in hearing and its implications, 
*582 
Bell, J. W. 
Shortening long nose, *677 


Benadryl: See Diphenhydramine 


Blassingame, C. D. 
Realism in surgery of tonsils and adenoids, 509 
Blast: 


Blastoma 
malignant epithelial, of nasopharynx 
[abstract], 372 
Blood 
coagulation: penicillin as 
{Volk & Mukerji], *269 
Bocca, 
Notes on innervation of cochlea, *690 


See Explosion 


in children 


thromboplastic agent 


Rook REVIEWS 

Advances in Otorhinolaryngology : 
Ruedi and others, 517 

Clinical Allergy: F. K. Hansel, 516 

Diseases of Esophagus: FP. Thorek, 771 

Les maladies des fosses nasales: J. Terracol. 771 

Mecanisme des machoires (naturelles et artifici- 
elles): F. Ackermann, 516 

Méniére’s Disease: H. L. Williams, 518 

Oral Anatomy: H. Sicher, 517 

Oral Surgery: K. H. Thoma, 518 

Pathologie de Vamygdale: Angines aigués, banales 
et spécifiques et leurs complications: Infections 
chroniques, tumeurs: R. Maduro, 772 

Pharynx: Basie Aspects and Clinical Problems : 
edited by A. R. Hollender, 517 

Quelques notions nouvelles sur le vertige: Méthodes 
d’exploration de l'appareil vestibulaire: R. May- 
oux, 77 

Thoracic Surgery and Related Pathology: E. 
Lindskog and A. A. Liebow, 772 

Treatment of Respiratory Emergencies Including 
Bulbar Poliomyelitis: T. C. Galloway, 516 

Year Book of Eye, Ear, Nose & Throat, 1952: 
edited by D. Vail and J. R. Lindsay, 517 


edited by 


Bougies 
intrabronchial [Emerson], *201 


Brain 
abscess: old cerebral: recurrence of 
after 12 years [abstract], 769 
abscess [review by Dysart], 629 
hernia: intranasal encephalomeningocele 
Hugh], *188 
Bronchi 
adenoma: endoscopic removal [Karatay], *713 
adenoma [review by Putney & others], 475 
bronchography [review by Putney & others], 471 
carcinoma, bronchogenic [review by Putney & 
others], 479 
carcinoma, early: 
stract], 763 
chronic bronchopulmonary 
Putney & others], 473 
foreign body in: report of case in which straight 
pin produced unusual signs and symptoms [Fox 
& Vinson], *736 
intrabronchial bougies [Emerson], *201 
middle lobe syndrome [review by 
others], 473 
precision bronchology : 
[Priest], 507 
tumors [review 


symptoms 


[ Fitz- 


endoscopic diagnosis of  [ab- 


diseases [review by 


Putney «& 


must in thoracic surgery 


by Putney & others], 477 


Bronchiectasis 
pathology and pathogenesis [review by Putney & 
others], 469 


OF OTOLARYNGOLOGY 


Bronchoesophagology 
summaries of bibliographic material in field of 
otolaryngology for 1952 [Putney & others], 448 
Bronchography : See also under Bronchi 
acute iodism following use of chloriodized oil 
(lodochlorol) [Asch], *536 


Bronchoscopy 
anesthesia for [review by Putney & others], 452 
and chest surgery [review by Putney & others], 
455 
improved position for esophagoscopy and [Miller 
& Ginsberg], *203 
in newborn [review by Putney & others], 457 
in newborn, problems [abstract], 370 
in relation to bronchopulmonary diseases [review 
by Putney & others], 457 
Bronchospirometry [review by Putney & others], 451 


Brunner, H. 
Basel-cell carcinoma of external 
and middle ear, *665 


auditory canal 


Cancer: See also under names of organs and regions, 
as Larynx 
diagnosis: cytologic examination [review by Putney 
& others], 475 
Carabelli, A. A. 
Modification of Jackson esophagoscope, *196 
Carcinoma: See Cancer; and under names of organs 
and regions, as Larynx 
Cardiospasm 
achalasia [review by Putney & others], 491 


Carhart, R. 
Problems in use of hearing aids and recent trends 
in their solution, 752 
Carrese, H.. 
Operating-room light for endoscopy, *446 
Cartilage 
fresh, transplanted and preserved: metabolism of 
{Laskin & Sarnat], 756 
Cerebrum: See Brain 
Chest: See Thorax 
Child Welfare 
State of Tlinois cooperates with ophthalmologist 
and otolaryngologist [abstract], 112 
Children 
recurrent headaches in: study of 100 clinic cases 
[abstract], 117 
Choana: See Nose 
Cholesteatoma [review by Dysart], 631 


Chordoma 
final report and reevaluation of treatment [Orton], 
Chromium and Chromium Compounds 
effect of chromates on nose, throat, and ear 
[Miller], *172 
Cleft Palate: See Palate, cleft 
Coccidioidomycosis 
of epiglottis [Mumma], *306 
Cochlea: See also Ear, internal 
function and pathology, techniques for study in 
experimental animals: development of anatom- 
ical frequency seale for cat [Schuknecht], *377 
Coleman, L. L. 
Ultrasonics and otosclerosis: new 
origin, *398 
Compton, J. R. 
Cortisone and acute lye corrosion of esophagus, 
$235 


concept of its 


INDEX TO 


Conley, J. J. 
One-stage radical resection of cervical esophagus, 
larynx, pharynx, and lateral neck: with immedi- 
ate reconstruction, *645 
Cortisone 
and acute lye corrosion of esophagus [Smith & 
others], *235 


effects in chronic otitis media: preliminary report 
[Tionloc], *50 


therapy of penicillin reactions [abstract], 116 
Council on Physical Medicine and Rehabilitation 
hearing aids accepted by, 109, 205, 359, 495, 640, 
749 
Cracovaner, A. J. 
Choice of operation in carcinoma of larynx, *655 


Cranium 
injury: wartime experience and blast and their 
effect upon ear (Drooker], *546 


rhinogenous intracranial complications in anti- 


biotic era [Soboroff & others], 362 


Cranmer, L. R. 
Malignant neoplasms of paranasal sinuses, *704 


Cryptococecosis 
pulmonary [review by Putney & others], 468 
Cysts: See under names of organs and regions, as 
Nose 
Cytologic Examination: See Cancer, diagnosis 


Davison, F. W. 
Treatment of hyperplastic sinusitis, 504 


Deafness: See also Hearing 

conduction: clinical and 
[Kobrak], 754 

of nonorganic origin: evaluation [Heller & Linden- 
berg], 575 

rehabilitation of deaf adults and children [review 
by Lewy & others], 229 

treatment by prosthesis [abstract], 510 


laboratory observations 


Deglutition 
dysphagia [review by Putney & others], 482 
Derlacki, E. L. 
Repair of central perforations of tympanic mem- 
brane, *405 
Surgical treatment of atresia of external canal, 752 
Digestive Tract 
foreign bodies in: survey of cases at Army general 
hospital [Harcourt], *710 
Dibydrostreptomycin: See Streptomycin 
Diphenhydramine 
severe reactions to [abstract], 768 
and tripelennamine (Pyribenzamine) intoxication 
in children [abstract], 766 


Directory of Otolaryngological Societies, 119, 233, 
375, 519, 643 

Diverticulum: See under Esophagus; Pharynx 

Dizziness: See Vertigo 


Drooker, J. C. 
Wartime experience with skull injury and blast and 


their effect upon ear, *54¢ 
Dunn, F. L. 
Pistonphone, *301 
lbworski, M. 
Vaccination for chronic sinusitis and chronie nasal 
catarrh, *598 
Dwyer, G. K. 
Fibrosarcoma of larynx, *442 
Dysart, B. R. 

Otitis media and complications : summaries of bib- 
liographic material available in field of otolaryn- 
gology, 623 

Dysphagia: See Deglutition 


VOLUME 38 


Ear: See also Tympanic Membrane 

abnormalities: report of 15 cases of agenesis of 
external auditory canal [abstract], 511 

diseases: See Otitis Media 

effect of chromates on [Miller], *172 

effects of intense sound and ultrasound on 
stract), 761 

external: correlation of clinical otitis externa with 
mycobacteriologic studies [Leshin], *716 

external: otitis [review by Dysart], 631 

infections, importanee of bacteriology [Wright & 
Guilford], *425 

internal: See also Cochlea 

internal: frequency localization in 
determined in experimentally deafened 
[Schuknecht], 753 

internal: notes on innervation of cochlea [Bocca]. 
*690 

internal: toxle effect of dihydrostreptomycin upon 
central vestibular mechanism of cat [abstract], 
372 

manifestations of allergy [abstract], 367 

middle: aerotitis media [abstract], 368 

middle: basal-cell carcinoma of external auditory 
canal and [Brunner], *665 

middle: carcinoma of mastoid 
Gromet], *121; correction, 637 

middle: glomus jugulare tumor, with normal drum: 
improved biopsy technique [abstract], 368 


protectors: use of milkweed floss as new material 
(Marcus & others), 364 


surgery: See Fenestration 
tumors: See Cholesteatoma 


[ab- 


cochlea as 
cats 


and [Wahl & 


Electrolytes 
studies on Méniére’s 
inger], 754 
Emerson, E. B., Jr. 
Broncial dilators and filiforms, *742 
Intrabronchial bougies, *201 
Operating-room light for endoscopy, *446 


disease [Perlman & Gold- 


Encephalomeningocele 
intranasal [abstract], 371 
intranasal [Fitz-Hugh], 
Endoscopy 
operating-room light) for [Emerson & Carrese] 
*446 


Epiglottis 
coccidioidomycosis of [Mumma], 
Epiphysis: See Pineal Gland 
Ersner, MS. 
Operative and postoperative management of bi- 
lateral bony atresia of choana, *96 
Esophagitis: See under Esophagus 
Esophagoscope 
Jackson, modification 
Esophagoscopy 


improved position for bronchoscopy and [Miller & 
Ginsberg], *203 


[Carabelli], *196 


Esophagus 
acute lye corrosion, 
others], *235 
bleeding [review by Putney & others], 484 
carcinoma [review by Putney & others], 492 
cervical, larynx, pharynx, and lateral neck; one- 
stage radical resection: immediate reconstruction 
(Conley], *645 
congenital anomalies [review by Putney & others], 
454 
diseases : 
481 
diverticulum [review by Putney & others], 490 
esophagitis [review by Putney & others], 484 
foreign bodies [review by Putney & others], 485 
lesions of lower [review by Putney & others], 488 


and cortisone [Smith «& 


diagnosis [review by Putney & others]. 


| 
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lower, and cardia, problems in differential diag- 
nosis of lesions [abstract], 512 

obstruction: bougienage for benign [review by 
Putney & others], 491 

obstruction, complete, by weight-reducing 
[Hedayaty & Shuman], *190 

pemphigus [review by Putney & others], 483 

perforations [review by Putney & others], 486 

simplified method of extracting unusually shaped 
bone from [Harris], *745 

spasm [review by Putney & others], 482 

stenosis in benign mucous membrane pemphigus 
[abstract], 513 

strictures [review by Putney & others], 487 

thoracic: embedded calcified foreign body in 
[Waters], *726 

varices [review by Putney & others], 493 

varices: treatment by transesophageal obliteration 
fabstract], 763 


Exophthalmos 
due to mucocele of maxillary sinus [abstract], 372 


tablet 


Explosion 
and wartime experience with skull 
their effect upon ear [Drooker], *546 


injury and 


Facial Palsy: See Paralysis, facial 


Farrior, J. B. 

Calibrated Weber test in fenestration surgery : 
evaluation of postoperative ‘serous labyrinthitis, 

Feit, L. J. 
Primary tracheal tumors in infant and adult, *1 


Fenestration 
calibrated Weber test in: evaluation of postoper- 
ative serous labyrinthitis [Farrior & others], *81 
experiences with [Wojniak], 758 
gain in hearing after, and influence upon surgeon's 
choice of case [abstract], 511 
Fibroma 
of nasal sinuses [review by Salinger], 339 


Fibrosarcoma 
of larynx [Dwyer], *442 
Figi, F. A. 
Hemilaryngectomy and subtotal laryngectomy with 
immediate skin graft, 503 
Fisher, H. R. 
Carcinoma in situ of laryny. 501 


Fistula 
tracheoesophageal, acquired [review by Putney & 
others], 481 
Fitz-Hugh, G. 8. 
Intranasal encephalomeningocele, *188 


Fomon, 8. 
Shortening long nose, *677 


Food Passages: See Digestive Tract 


Foreign Bodies 

in air and food passages [review by Putney & 
others], 465 

in air and food passages: survey of cases at Army 
general hospital [Harcounj, *710 

in bronchus: report of case in which straight pin 
produced unusual signs and symptoms [Fox & 
Vinson], *736 

embedded calcified, in thoracic esophagus [Waters], 
*726 

exogenous and endogenous, in respiratory tract [ab- 
stract], 115 

ferromagnetic, extraction 
(Banks & others], *635 

unusually shaped bone in esophagus: 
method for removal [Harris], *745 


with Alnico magnet 


simplified 
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Fox, C. G., Jr. 

Foreign body in bronchus: report of case in which 
straight pin produced unusual signs and symp- 
toms, *736 

French Congress of Otorhinolaryngology, 373 
Friedberg, S. A. 
Selected problems in diagnosis of laryngeal carcin- 
oma, *521 
Frontal Sinus 
disease [review by Salinger], 35% 
Gastrointestinal Tract 
foreign bodies [review by Putney & others], 494 
Gilbert, J. G. 
Primary tracheal tumors in infant and adult, *1 


Ginsberg, M. 
Improved position 
goscopy, *203 
Goiter : See Thyroid 
Goldinger, J. M. 
Electrolyte studies on Méniére’s disease, 754 


for bronchoscopy and esopha- 


Goldman, I. B. 
Angular bone-cutting forceps for rhinoplasty, *744 
New technique for corrective surgery of nasal tip, 


Granuloma 
bilateral polypoid, of larynx following endotracheal 
anesthesia: report of case [loannovich], *31 
Greevic, N. 
Pinealocytoma with meningitis, *104 
Gromet, M. T. 
Carcinoma of middle ear and mastoid, *121; correc- 
tion, 637 


Guilford, F. R. 
Importance of bacteriology in ear infections, *425 


Hansel, F. K. 
Pharyngeal and laryngeal phenomena of vascular 
origin, 507 


Harcourt, F. L. 
Foreign bodies in food and air passages: survey 
of cases at Army general hospital, *710 


Harris, H. H. 
Simplified method of extracting unusually shaped 
bone from esophagus: report of case, *745 


Headaches 
recurrent, in children: study of 100 clinic cases 
[abstract], 117 
treatment [abstract], 514 


Hearing: See also Deafness 

acuity, effect of prolonged exposure to intense noise 
{Sataloff], *62 

aids: See Hearing Aids 

functional examination: summaries of bibliographic 
material [review by Lewy & others], 205 

gain after fenestration operation and its influence 
upon surgeon's choice of case [abstract], 511 

influence of airplane noise on auditory thresholds 
[abstract], 367 

paracusis Willisi phenomenon [abstract], 113 

tests [review by Lewy & others], 208 

tests: calibrated Weber test in fenestration sur- 
gery: evaluation of postoperative serous laby- 
rinthitis [Farrior & others], *81 

tests: consideration and capital aspects of audi- 
ometry [abstract], 511 

tests: recruitment testing in hearing and its impli- 
cations [Bangs & Mullins], *582 

tests: sphygmo-audiometry: new method to. test 
objective hearing [abstract], 113 

tests: techniques for study of cochlear function and 
pathology in experimental animals: development 
of anatomical frequency scale for cat [Schuk- 
necht], *377 


— 


INDEX TO 


Hearing Aids 
accepted by Council on Physical 
Rehabilitation, American Medical 
109, 205, 359, 495, 640, 749 
problems in use of, and recent 
solution [Carhart], 752 
Heart 
electrocardiography : effect. of intrathoracic vagal 
stimulation on electrocardiogram tracing in man 
[abstract], 769 
Heatly, A. 
Primary plasma cell tumors of upper air passages, 
498 


Medicine and 
Association, 


trends their 


Hedayaty, J. 
Complete obstruction of 
reducing tablet, *190 
Heller, M. F. 
Evaluation of deafness of nonorganic origin, *575 


esophagus by  weight- 


Hemoptysis 
diagnostic — significance 
others], 463 
Hemostasis 
adenoid pressure roller for hemostasis in adenoid- 
ectomy [Unger], *204 


[review by Putney & 


Hernia: See also Brain, hernia 
diaphragmatic : esophageal hiatal [review by Putney 
& others], 489 
Histoplasmosis 
pulmonary [review by Putney & others], 468 
Hodgkin's Disease 
pulmonary [review by Putney & others], 468 
Horner Syndrome 
solitary neurofibroma presenting 
neck with [Manning], *740 
Hydrocephalus 
otitic: lateral sinus thrombosis and 
Dysart], 629 
Hyoid Bone 
of albino rat [abstract], 511 


in pharynx and 


[review by 


tMumination: See Lighting 
Infantile Paralysis: See Poliomyelitis 


Infants: See also Children 
newborn: bronchoscopy [review by 
others], 457 


Infection 
focal: sinusitis as focus 
keratitis, and  retrobulbar 
Vang], *154 
Instruments: See also Apparatus 
adenoid pressure roller for hemostasis in adenoid- 
ectomy [Unger], *204 
angular bone-cutting forceps for rhinoplasty [Gold- 
man], *744 
bronchial dilators and filiforms [Emerson], *742 
Jackson: modification [Carabelli}, 


Putney & 


of infection in uveitis, 
neuritis [Weille & 


intrabronchial bougies [Emerson], *201 


loannovich, D. 
Bilateral polypoid granuloma of larynx following 
endotracheal anesthesia: report of case, *31 


lodine and Iodine Compounds 
acute jiodism following use of chloriodized oil 
(lodochlorol) in bronchography [Asch], *536 
Irvine, L. J. 


Ear protectors: use of milkweed floss 
material in ear defense, 364 


as new 


Jaws 
eystic tumors [abstract], 511 
malformations, developmental : 
stract], 769 


treatment of [ab- 
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Jaws—Continued 
upper, injuries of: early treatment of faciomaxil- 
lary injuries [abstract], 765 
Johnson, L. F. 
Teratoma of larynx, *435 


Karatay, S. 
Endoscopic removal of bronchial adenoma, *713 


Kelemen, G. 
Congenital laryngeal stridor, *245 


Keratosis 
laryngeal, clinical significance as 
lesion [Putney & O'Keefe], 501 
sinusitis as focus of infection in [Weille & Vang], 
*154 
Kernan, J. D. 
Device to cover indwelling tracheotomy tube, *199 
Kinghorn, H. M. 
Vaccination for chronic sinusitis and chronic nasal 
catarrh, *598 
Kirchner, J. A. 
Cancer of larynx: 30-year survey at New Haven 
Hospital, *19 
Kobrak, H. G. 
Clinical and laboratory observations on conduction 
deafness, 754 


premalignant 


Labyrinth: See also Ear, internal 
labyrinthitis [review by Dysart], 630 


Laminography 
as aid in diagnosis of diseases of larynx [Schall], 
5 


Laryngoscopy 


gear-power detachable laryngoscope holder and 


simplified position for direct [Lewy], *444 
lynch suspension, simplified system for [Lewy], 
bd 


Laryngotracheobronchitis 
acute: problem of [abstract], 763 
acute [review by Putney & others], 458 


Larynx 

amyloid disease, primary [McCall], 499 

bilateral abductor paralysis: survey of 521 cases of 
arytenoidectomy via open approach as reported by 
90 surgeons [Woodman], *150 

cancer: conservative treatment [abstract], 513 

cancer: 36-year survey at New Haven Hospital 
[Kirchner & Malkin], *19 

carcinoma: choice of operation 
*655 

carcinoma: discussion on management of cervical 
metastases from [abstract], 764 

carcinoma: selected problems in diagnosis [Fried- 
berg & Wallner], *521 

earcinoma in situ [Miller & Fisher], 501 

cervical esophagus, pharynx, lateral neck, and: 
one-stage radical resection: immediate recon- 
struction [Conley], *645 

chordoma: final report and reevaluation of treat- 
ment [Orton], 502 

complications of intubation 
others], 458 

congenital laryngeal stridor [Kelemen], *245 

cysts [Morgenstern & Lasala], *179 

diseases, laminograph as aid in diagnosis [Schall} 
500 

fibroscarcoma of [Dwyer], *442 

granuloma, bilateral polypoid, following endo- 
— anesthesia: report of case [Iloannovich], 

hemangioma, in infant [abstract], 115 

keratosis, clinical significance as premalignant le- 
sion [Putney & O'Keefe], 501 

laryngectomized speech [Rickenberg], *421 

neurilemmoma (schwannoma) of [McHenry], 50% 


[Cracovaner], 


[review by Putney & 
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Larynx Continued 


papilloma: orientation in therapeutics [Amarante], 
*94 


phenomena of vascular origin (Hansel], 507 
stenosis [review by Putney & others], 460 


surgery: factors affecting psychologic adjustment in 
laryngectomized patient [Pitkin], *38 


surgery: hemilaryngectomy and subtotal laryn- 
gectomy with immediate skin graft [Figi]. 503 


teratoma [Johnson & Strong], *435 
Lasala, A. M. 

Cysts of larynx, *179 
Laskin, D. M. 


Metabolism of fresh, 
cartilage, 756 


transplanted and preserved 


Lateral Sinus 
thrombosis and 
Dysart], 629 
Lawson, L. J. 
Changing concepts in otolaryngology, *593 
Lerner, 8. 8. 
Extraction of ferromagnetic 
Alnico magnet, *635 
Leshin, N. 


Correlation of clinical otitis externa with myco- 
bacteriologic studies, *716 


Functional examination of hearing: summaries of 
bibliographic material, 205 


otitic hydrocephalus [review by 


foreign bodies with 


Lewy, A. 
Functional examination of hearing: summaries of 
bibliographic material, 205 
Lewy, R. B. 
Gear-power detachable laryngoscope holder and 
simplified position for direct laryngoscopy, *444 
Rhinogenous intracranial complication in antt- 
biotic era, 362 
Simplified system for lynch 
copy, *638 


suspension laryngos- 


Lighting 
operating-room light) for endoscopy 
Carrese], *446 
Lillie, J.C. 
Sugar and chloride in fluid from intranasal cysts, 
*166 
Lindenberg, P. 
Evaluation of deafness of nonorganic origin, *575 


{Emerson «& 


Lungs: See also Bronchi . 
earcinoma in situ freview by Putney & others], 474 


collapse: pulmonary atelectasis [review by Putney 
& others], 464 


sinuses and pulmonary tract [review by Salinger], 

327 
Lye 

acute lye corrosion of esophagus, and 

[Smith & others], *235 
Lymph Nodes 

cervical: discussion on management of cervical 
metastases from laryngeal carcinoma [abstract], 
764 

McCall, J. W. 

Primary amyloid disease of laryux, 499 
McGillicuddy, O. B. 

Facial nerve paralysis of 20 years’ duration, *310 
McHenry, L. C. 

Neurilemmoma (schwannoma) of larynx, 508 
McStravog, L. W. 

Bronchoesophagology : summaries of bibliographic 
material available in field of otolaryngology for 
1952, 448 

Magnet 


Alnico, extraction of ferromagnetic foreign bodies 
with [Bancks & others], *635 


cortisone 
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Makart, C. D. 
Thorotrast tumor of submaxillary gland, 366 
Malkin, J. 8S. 
Cancer of larynx: 30-year survey at New Haver 
Hospital, *19 
Mandible: See Jaws 
Manning, E. L. 
Solitary neurofibroma presenting in pharynx and 
neck with Horner’s syndrome, *740 
Marcus, R. E. 
Ear protectors: use of milkweed floss as new 
material in ear defense, 364 
Masterson, J. J. 
Extraction of ferromagnetic 
Alnico magnet, *635 
Mastoid 
carcinoma of middle ear and [Wahl & Gromet]. 
*121; correction, 637 
Mastoiditis 
in infant: concept and diagnosis [abstract], 112 


foreign bodies with 


Maxilla: See Jaws 
Maxillary Sinus 
disease [review by Salinger], 352 
mucocele, exophthalmos due to [abstract], 372 
surgery [abstract], 513 
Mazzarella, L. A. 
Primary tracheal tumors in infant and adult, *1 
Méniére’s Disease 
anatomical considerations [abstract], 368 
new nervous pathway for [abstract], 760 
new theory for correlation of pathology and sympto- 
matology [abstract], 368 
Méniére’s Syndrome 
further observations on vitamin deficiency as causa- 
tive factor [Atkinson], *127 
Meningitis 
influenzal: recovery of case of 4 weeks’ duration 
with use of new drug, polymyxin B (Aerosporin) 
[abstract], 768 
pinealocytoma with [Prazic & Grcevic], *104 
pneumococcal [review by Dysart], 628 
purulent: otosinal foci in children [abstract], 11s 
Mesenchyme 
of nose and sinuses [Rawlins], 499 
Methylcellulose 
complete obstruction of esophagus by  weight- 
reducing tablet [Hedayaty & Shuman], *190 
Middle Ear: See Ear, middle 
Middle Lobe Syndrome: See under Bronchi 
Milkweed 
floss in ear protectors [Marcus & others], 364 
Miller, A. H. 
Carcinoma in situ of larynx, 501 
Miller, J. B. 
Effect of chromates on nose, throat, and ear, *172 
Miller, J. M. 
Improved position for bronchoscopy and esophagos- 
copy, *203 
Morgenstern, D. J. 
Cysts of larynx, *179 
Mouth 
acute febrile petechial oropharyngitis : preliminary 
report [abstract], 762 
earcinoma of floor of: surgical management 
Leden], 752 
and upper air passages, plasma cell tumors [ab- 
stract], 514 


[von 


INDEX TO 
Mucocele 
of maxillary sinus, exophthalmos due to [abstract], 
372 


of nasal sinuses [review by Salinger], 336 
Mukerji, 8. 

Penicillin as thromboplastic agent, *269 
Mullins, C. J. 

Recruitment testing in hearing and its implications, 


Mumma, ©. 8. 
Coccidioidomycosis of epiglottis, *306 


Treatment of mixed tumor of tongue with 
active chromic phosphate solution, *192 


radio- 


Myoclonus 
rhythmic palatopharyngeal [abstract], 114 


Nares: See Nose 
Nasal Sinuses: See Sinuses, Nasal 


Nasopharynx 
malignant epithelial 
stract], 372 
primary malignant tumors of [abstract], 764 
radium treatment [abstract], 370 
Neck 
lateral, cervical esophagus, larynx, and pharynx: 
one-stage radical resection: immediate recon- 
struction [Conley], *645 
solitary neurofibroma presenting in) pharynx and 
neck with Horner's syndrome [Manning], *740 


blastomata in children’ [ab- 


Nerves 
acoustic: controlled comparison of eighth nerve 
toxicity of streptomycin and dihydrostreptomycin 
{abstract], 510 
acoustic: notes on innervation of cochlea [Bocca], 
acoustic: unusual case of unilateral eighth nerve 
tumor [abstract], 113 
laryngeal, superior, application of motor function 
[abstract], 512 
sympathetic: effect of intrathoracic vagal stimula- 
tion on electrocardiogram tracing in [ab- 
stract], 769 
Neuralgia 
trigeminal [abstract], 116 
Neurilemmoma 
of larynx [McHenry], 503 
Neuritis 
retrobulbar: sinusitis as focus of infection [Weille 
& Vang), *154 
Neurofibroma 
solitary, presenting in pharynx and 
Horner’s syndrome [Manning], *740 
Nicotinie Acid 
and Aureomycin in ozena, effect of combined ad- 
ministration [abstract], 371 


Noise 


neck with 


airplane, influence of on auditory thresholds [ab- 
stract], 367 
intense, effect of prolonged exposure on hearing 
acuity [Sataloff], *62 
Nose: See also Nasopharynx; Sinuses, Nasal 
abnormalities : congenital atresia of posterior nares 
[Baker], *431 
choana, atresia, bilateral bony: operative and post- 
operative management [Ersner], *96 
cysts, intranasal: sugar and chloride in fluid from 
[Lillie], *166 
diseases ; vaccination for chronic sinusitis and nasal 
eatarrh [Kinghorn & others], *598 
effect of chromates on [Miller], *172 
encephalomeningocele, intranasal [abstract], 371 
-encephalomeningocele, intranasal [Fitz-Hugh], 
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Nose Continued 


infections: rhinogenous intracranial complications 
in antibiotic era [Soboroff & others], 362 

injuries: early treatment of faciomaxillary injuries 
[abstract], 765 

mesenchyme [Rawlins], 499 

septum, deviation, septoplasty — for 
[Stovin], *168 

surgery: new technique for corrective surgery of 
nasal tip [Goldman], *183 

surgery: shortening [Fomon & others], *677 


correction 


Ogilvie, 0. E. 

Multiple papilloma of trachea with malignant de- 

generation: report of 2 cases, *10 
O'Keefe, J. J. 

Bronchoesophagology : summaries of bibliography 
material available in field of otolaryngology for 
1952, 448 

Clinical significance of laryngeal keratosis as pre- 
malignant lesion, 501 

Oral Cavity: See Mouth 
Oropharyngitis 
acute febrile 
stract], 762 
Orton, H. B. 

Chordoma: final report and reevaluation of treat- 

ment, 502 


petechial: preliminary report [ab- 


Osteoma 

of nasal sinuses [review by Salinger], 334 
Osteomyelitis 

of nasal sinuses [review by Salinger], 329 


Otitis Externa: See Ear, external 
Otitis Media: See also Mastoiditis 
antibiotics, local use of [review by Dysart], 624 
bacteriology [review by Dysart], 626 
chemotherapy and biography [review by Dysart), 
623 


chronic: discussion of management of [abstract], 
760 
chronic: effects of cortisone in: preliminary report 
[Tionloc], *50 
chronic [review by Dysart], 627 
and complications : summaries of bibliographic ma- 
terial available in field of otolaryngology [Dy- 
sart], 623 
secretory [review by Dysart], 632 
Otola, yngological Societies 
directory, 275, 519 
Otolaryngology 
changing concepts in [Lawson], *593 
use of tantalum in [Scharfe], *133 
Otosclerosis 
and ultrasonics: new concept of origin [Angelus- 
cheff & Coleman], *398 
Ozena 
Aureomycin and nicotinic acid in, effect of combined 
administration [abstract], 371 
surgical treatment [abstract], 513 


Palate 
cleft: complete program [abstract], 514 
Palmer, E. D. 
Cortisone and acute lye 
*235 
Palsy: See Paralysis 


corrosion of esophagus, 


Papilloma 
of larynx: orientation in therapeutics [Amarante], 
*94 
multiple, of trachea with malignant degeneration : 
report of 2 cases [Ogilvie], *10 


Paracusis Willisi: See Hearing 
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Paraganglioma 
nonchromaffin: case of [Amman], *738 

Paralysis 

abductor: See under Larynx 


facial, so called rheumatic: surgical aspects [ab- 
stract], 770 
facial: of 20 years’ duration [McGillicuddy], *310 


Paranasal Sinuses: See Sinuses, Nasal 


Parotid Glands 


tumors, benign: 
stract], 118 


Pemphigus 
of esophagus [review by Putney & others], 483 
of esophagus, benign mucous membrane, stenosis 
of esophagus in [abstract], 513 
Penicillin 
reactions, cortisone therapy [abstract], 116 
as thromboplastic agent [Volk & Mukerji], *269 


Perlman, H. B. 
Electrolyte studies on Méniére’s disease, 754 


new surgical procedure in [ab- 


Pharynx: See also Nasopharynx 
acute febrile petechial oropharyngitis: preliminary 
report [abstract], 762 
cervical esophagus, larynx, lateral neck, and: one- 
stage radical resection: immediate reconstruction 
[Conley], *645 
diverticulum: surgical complications [Phelps], 508 
phenomena of vascular origin [Hansel], 507 
solitary neurofibroma presenting in pharynx and 
neck with Horner’s syndrome [Manning], *740 
Phelps, K. A. 
Surgical complications of diverticulum of pharynx, 
5 
Pineal Gland 
pinealocytoma with meningitis [Prazic & Greevic], 
*104 


Pinealocytoma: See Pineal Gland 


Pistonphone [Dunn & Rahm], *301 
Pitkin, Y. N. 
Factors affecting psychologic adjustment in laryn- 
gectomized patient, *38 
Plastic Surgery: See Nose, surgery 


Poisons and Poisoning 
diphenhydramine (Benadryl) and 
(Pyribenzamine) intoxication in 
stract], 766 


tripelennamine 
children [ab- 


Poliomyelitis 
incidence; effect of tonsillectomy and other oper- 
ations on nose and throat [abstract}, 369 
eccurrence in relation to tonsillectomies at various 
intervals [abstract], 766 


and tonsillectomy: frequency of bulbar paralysis 
[abstract], 116 
Polymyxin B 
influenzal meningitis; recovery of case of 4 weeks’ 
duration with use of new drug, polymyxin B 
(Aerosporin) [abstract], 768 
Posture 
improved position for bronchoscopy esopha- 
goscopy [Miller & Ginsberg], *203 
Prazic, M. 
Pinealocytoma with meningitis, *104 


Priest, R. E. 
Precision bronchology: must in thoracic surgery, 
507 


Propylthiouracil 
therapy: loss of taste and smell due to [abstract], 
6 
Prosthesis 
endotracheal metallic in treatment of stenosis of 
upper trachea [abstract], 512 


treatment of deafness by [abstract], 510 
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Psychology 
factors affecting adjustment in 
patient [Pitkin], *38 
Putney, F. J. 
Bronchoesophagology : summaries of bibliographic 
material available in field of otolaryngology for 
1952, 448 
Clinical significance of laryngeal keratosis as pre- 
malignant lesion, 501 


laryngectomized 


Pyribenzamine: See Tripelennamine 


Radioactivity 
treatment of mixed tumor of tongue with radio- 
active chromic phosphate solution [Mumma]. 
*192 
Radium 
nasopharyngeal treatment [abstract], 370 
Rahm, W. E. 
Pistonphone, 
Rawlins, A. G. 
Mesenchyme of nose and sinuses, 499 


*301 


Recruitment: See Hearing tests 


Rehabilitation 

of deaf adults and children [review by Lewy & 

others], 229 
Respiratory Tract: See also Bronchi; Nasopharynx ; 

Nose; Pharynx 

congenital anomalies [review by Putney & others], 
453 

foreign bodies in: survey of cases at Army gen- 
eral hospital [Harcourt], *710 

histology [review by Putney & others], 449 

humidification of air passages [review by Putney 
& others], 461 

infections, epidemic: diagnostic 
actions, specific prevention and 
[Rosenow], *669 

pathology and physiology [review by 
others], 450 

tumors, plasma cell of mouth 
passages [abstract], 514 

tumors, primary plasma cell, of upper air passages 
[Heatly], 498 


Rhinopharynx : See Nasopharynx 


cutaneous re- 
treatment in 


Putney & 


and upper air 


Rhinoplasty : See Nose, surgery 
Rickenberg, H. E. 

Laryngectomized speech, *421 
Rosenow, E. C. 

Diagnostic cutaneous reactions, specific prevention 
and treatment in epidemic respiratory infections, 
*609 

Rubin, B. 

Ear protectors: use of milkweed floss as new ma- 

terial in ear defense, 364 
Rubin, W. : 
Allergic load, *540 


Salinger, S. 
Paranasal sinuses: summaries of bibliographic 
material available for 1951, 313 
Sarnat, B. G. 
Metabolism of fresh, transplanted and preserved 
cartilage, 756 
Sataloff, J. 
Effect of prolonged exposure to intense noise on 
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